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Executive Hogiiiiry 


10 January 1969 

MEMORANDUM FOR:. Deputy Director for Intelligence 

Deputy Director for Plans 

Deputy Director for Science and Technology 

Deputy Director for Support 

General Counsel 

Inspector General 


SUBJECT 


REFERENCE 


: Proposed Revised Fitness Reporting System 

: Memo dtd 22 Noy 68 to ExDir-Comp fr 
D/ Personnel, same subject 


1. I am forwarding to you the referent with its several 
attachments relating to proposals to revise the Fitness Reporting 
system. I believe it would be desirable for us to discuss this 
general subject again at a Deputies meeting before approving the 
recommendations of the Director of Personnel or some modifica- 
tion thereof. 

2. I will place this item on an early agenda for our regularly 
scheduled Deputies meetings. 



25X1 


Executive Director -Comptroller 


Attachment 

Reference 

cc: Director of Personnel 
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JaTaW/ar rwi*i 


SENDER WILL CHECK CLASSIFICATION 


UNCLASSIFIED CONFIDENTIAL 


OFFICIAL ROUTING SLIP 


I'lYTriTH'-Y^r" 


SECRET 


NAME AND ADDRESS 


Deputy Director for Support 


INITIALS 




ACTION 


APPROVAL 


COMMENT 


CONCURRENCE 


DIRECT REPLY 


DISPATCH 


FILE 


INFORMATION 


PREPARE REPLY 


RECOMMENDATION 


RETURN 


SIGNATURE 


Remarks : 


To be discussed at the Deputies 
meeting on Thursday, 13 February 1969 . 


STAT 


FOLD HERE TO RETURN TO SENDER 


FROM: NAME. ADDRESS AND PHONE NO. 


Director of Personnel 5E-56 HQ, 


10 Feb 6 
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